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American Association of Pathology and Bacteriology Presidents Photographs 

Date of Records: ca. 1918-1963 
Finding Aid: Eric W. Boyle (2012) 
Size: .5 cubic foot, 2 boxes. 

Series/Scope and Content Note: This collection consists of lantern slides and 35mm slides of past 
presidents of the American Association of Pathology and Bacteriology (AAPB), taken by AFIP 
photographers. The AAPB was an American national professional association established in 1901, 
devoted to the medical sciences as distinct from clinical medicine. In 1976, they joined with the 
American Society for Experimental Pathology to form the American Society for Investigative Pathology. 



BOX AND CONTENT LIST 

Photos of Past Presidents include: 

1. Murray D. Angevine (1962) 

2. Wiley Forbus (1947) 

3. Ernst W. Goodpasture (1949) 

4. Howard T. Karsner (1921) 

5. Guy Henry Faget 

6. Paul Cannon (1943) 

7. Stanhope Bayne-Jones (1941) 

8. ElexiousT. Bell (1933) 

9. Granville A. Bennett (1957) 

10. William Boyd (1935) 

11. George R. Callender (1931) 

12. Sidney Farber(1958) 

13. John G. Kidd (1961) 

14. Esmond R. Long (1938) 

15. Sidney C. Madden (1963) 

16. Robert A. Moore (1952) 
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17. Alan B. Moritz (1959) 

18. Eugene Opie (1918) 

19. Douglas H.Sprunt (1960) 

20. Shields Warren (1950) 

21. Carl V. Weller(1940) 



